HERCULES 


Aluminium IP65 
Luminaire for 
Aggressive 
Environment 


Ceo” 
C EERI 


Type: Dust and moisture proof IP65 fixture made of aluminium profile. 

Specification: Hardened safety glass is fixed to the body with stainless steel clips. Glossy aluminium reflector. 

The body made of extruded aluminium profile, light grey finished. Brass cable gland and silicone rubber sealing provide 
reliable IP protection. 

Luminaire is plastic-wrapped and boxed individually. 

Surface mounted luminaire designed to be fixed to ceiling of any type or suspended. 

Indoor. Dust and moisture proof luminaire, ideal for use in agricultural buildings, factories, warehouses, garages and also 
in corrosive environment. 


Installation: 
Application: 


Lamp (W) and 
holder 


Total wattage, 


Weight, kg w 


Overall dimensions (LxWxH), mm 


Hercules 118 Q21 1x18 (G13) 670x140x90 3,1 26 
Hercules 218 Q22 2x18 (G13) 670x140x90 3,4 42 
Hercules 136 Q23 1x36 (G13) 1280x140x90 4,5 42 
Hercules 236 Q24 2x36 (G13) 1280x140x90 4,9 84 
Hercules 158 Q25 1x58 (G13) 1580x140x90 6,7 67 
Hercules 258 Q26 2x58 (G13) 1580x140x90 7,3 134 


Lamp (W) and 


Overall dimensions (LxWxH), mm 


Weight, kg 


Total wattage, 


holder Ww 
Hercules 128 R27 1x28 (G5) 1280x140x90 3,3 30 
Hercules 228 R28 2x28 (G5) 1280x140x90 3,4 60 
Hercules 154 R33 1x54 (G5) 1280x140x90 3,3 58 
Hercules 254 R34 2x54 (G5) 1280x140x90 3,4 116 
Hercules 135 R29 1x35 (G5) 1580x140x90 4,6 38 
Hercules 235 R30 2x35 (G5) 1580x140x90 4,7 75 
Hercules 149 R31 1x49 (G5) 1580x140x90 4,6 53 
Hercules 249 R32 2x49 (G5) 1580x140x90 4,7 104 
Hercules 180 R35 1x80 (G5) 1580x140x90 4,6 85 
Hercules 280 R36 2x80 (G5) 1580x140x90 4,8 170 
Options available on request: 
HF- High Frequency control gear 
DIM- Dimmable ballast 
SDIM- Switch-control/dimming 
DALI- DALI ballast 
EMG- Emergency version 1 hour 
EM3- Emergency version 3 hours 
5TB- 5 way terminal block for easy wiring 
1LIN- Through wiring 3x1.5 mm2? with two push-in terminals 
3LIN- Through wiring 5x1.5 mm? with two push-in terminals 


1LIN2,5- Through wiring 3x2.5 mm2? with two push-in terminals 
3LIN2,5- Through wiring 5x2.5 mm? with two push-in terminals 
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